USDA 



United States Depanment of Agriculture 
Animal and Plant HaaHh liispeclion Siarvica insfijt^ 

Inspection Report 


gjX FI M3STHFMF PAfSKS IMC 


Customer ID: 2552 
Certificate; 22-C-0505 


Site; 051 

gjX FI AOBTHFMF PAPK INC 


Type; ROJTINE INSPECTION 
Date; 1 3 March SO 1 9 

3,101 (a}(3> 

FACILITIES. GENERAL. 

(a) Construction requirements, 

(3) All surfaces in a primary enclosure must ce construcled of durable, nontoxic materials Ibal facilitate cleaning, 
^rwl disinfeqhtxi appropriate, aufticiEfit to mpiniain water quality parameter-s ae designaterJ in 3.106- All 
surlaces must be mai ntained In good repair as part of a regular, ongoing malrttenanoe program. All facllrtres 
must implemeni a written protocol on cleaning sc that surfaces dc not ocnstitute a health hazard to animals. 

SEA LIO« HOLD ING POOLS 

The following items need to be addressed; 

The top edges of iwo ol the rioldmg pools have missing painl arid damagod concrete. The damage is present 
behind lhe secured, lloaling docks and appears to have been caused by the docks continually banging against 
the pttol walls. The nnlsslr>g paint ar>d damaged corbcrete leave Ihe pool edges in disrepair thus limiting the 
ability for appropriate cleaniing and disinfection 

The damaged edges of the holding pools must be repaired and sealed in order to provide adequate structural 
strength and senilizaWe surfaces. 
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